ETag: "bf52c016f71d523c9e763f400b26491d"
accept: */*
authorization: LOW u9jVQF7lXRkbXU49:REDACTED_BY_IA_S3
connection: close
content-length: 3813170
host: s3.us.archive.org
user-agent: curl/7.19.0 (i386-pc-solaris2.10) libcurl/7.19.0 OpenSSL/0.9.7d zlib/1.2.3
x-amz-auto-make-bucket: 1
x-archive-meta-creator: Administrative Conference of the United States
x-archive-meta-credits: Uploaded by Public.Resource.Org
x-archive-meta-date: 1982-09-01
x-archive-meta-description: Administrative Conference of the United States - 1981 Annual Report - Report from Chairman Loren A. Smith to the President and the Congress of the United States. This report covers the period from January 1, 1981 through December 31, 1981.
x-archive-meta-language: English
x-archive-meta-licenseurl: http://creativecommons.org/publicdomain/zero/1.0/
x-archive-meta-mediatype: texts
x-archive-meta-subject: acus.gov;public.resource.org
x-archive-meta-title: 1981 Annual Report
x-archive-meta01-collection: acus
x-upload-date: 2010-12-02T06:00:39.000Z
